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FOL SENT ACTION CINCPAC INFO SECDEF, CMC, CDRUSAJ CP ZAMA, 

COMVAVFOR JAPAN, 5AF FUCHU, DEPCOMMARCORBASEPAC FWD OKI, 

DIST ENGR JAPAN, OICCFE YOKOSUKA, AMEMBASSY TOKYO FM 
COMUSJAPAN FUCHU 060304Z JUL 74 REPEATED FOR YOUR ACTION 

QUOTE 

UNCLAS E F T O 
SECDEF FOR ASD (I&L) 

CMC PASS TO MAJ GEN L.F. SNOWDEN, ATTENDING GEN OFF SYMPOSUIUM 
CINCPAC FOR J42 J421 

SUBJECT: AIR CONDITIONING FOR JFAP AND OTHER GOJ FUNDED PGMS 

A. SECDEFE 271604Z JUN 74 (NOTAL) (PASEP) 

B. TELECON..5 JULY BETWEEN USFJ LTC OR R FI I, AND AMEMB MR D. PABST 
1. AT JFAP SWG MEETING ON 28 JUN, THE US POSITION REGARDING JFAP AIR 
CONDITIONING AS EXPRESSED BY REF A WAS PRESENTED TO GOJ (DFAA). 

AS ANTICIPATED, DFAA REITERATED THEIR OPPSOTION TO PROVIDING AIR 
CONDITIONING ACROSS THE BOARD (PE US DESIGN CERTERIA PKGS) AND 
CONTEND IT SHOUD ONLY BE PROVIDED IN SPECIAL FACILITIES, I.E. ADP 
AND OR IN SPECIAL FACILTIES REQUIRING TEMP/HUMIDITY CONTROLS, OR 

AS REPLCEMENT FOR EXISTING CAPABILITIES. HOWEVER, DURING FOLLOWING 
DISCUSIONS, FAA INDICATED A WILLINGNESS TO PROVIDE PARTIAL 
SYSTEMS, TO INCLUDE DUTCHING OR FAN COILS BUT NOT REPEAT NOT CHILLER 
UNIT. DFAA FURTHER AGREED TO PROVIDE THIS HQ WITH A WRITTEN 
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USFJ REP WAS INFORMED THAT DFAA POSITION WAS STILL IN STAFFING. 

2. ON 5 JULY, THIS HQ WAS INFORMED BY AMEMB, REF B, THAT FORM IN 
AND DFAA REPS HAD MADE A PROPOSAL TO EMB REPS REGARDING AIR 
CONDITIONING. ESESENTIALLY, GOJ PROPOSAL. AS INDICATED IN REF B, 

IS AS FOLLOWS: 

A. FOR THOSE PROJECTS WHICH US DESIGN CRITERIA PACKAGES 

CALLS FOR AIR CONDITIONING BUT WHICH ARE NOT AIR CONDITIONED IN THEIR 
PRESENT CONFIGURATION, GJ WILL PROVIDE DUCTING BUT NOT CHILLER UNITS 
(GOJ ALSO MADE SOME GENERAL REFERENCES TO FAN COIL UNITS AND OTHER 
ANCILALLY EQUIPMENT, BUT NOTHING CONCRETE BEYOND DUTCHING. 

B. FOR MISAWA, GOJ WILL NOT REPEAT NOT PROVIDE AIR CONDITIONING 
WITH PROJECTS. 

C. FOR PROGAMS I AND II OF THOSE NAHA FACILITIES PRESENTLY 

AIR CONITIONED, GOJ WILL PROVIDE FACILIIES WITH AIR CONDITIONING 
AND INSULATION, EFFECTIVELY, A QUID PRO QUO PROPOSAL. 

D. FOR THE REHAB OF ARMY BARRACKS ON OKINAWA. GOJ WILL 
PROOVIDE AIR CONDITIONING AND INSULATION. 

E. FOR CERTAIN SMALL, SPECIALIZED FACILITIES WHICH REQUIRE 
ENVIRONMENTAL CONTROL, GOJ WILL PROVIDE AIR CONDITONING. (NOTE 

THIS PROPOSAL WAS SOMEHWAT VAGUE WITH NO SPECIFIC ENUMERATION AS TO 
WHAT TYPES OF FACILITIES THE GOJ WOULD CONSIDER AUTOMATICALLY 
RATE AIR CONDITIONING.) 

3. INSULATION FOR BUILDINGS IN PARA 2E ABOVE WAS PORTRAYED 
AS DIFFICULT, IF NOT IMPOSSIBLE, FOR GOJ TO PROVIDE. HOWEVER 

EMB REPS FEEL THAT FURTHER NEGOTIATIONS ON THIS REQUIREMENT ARE 
POSSIBLE. 

4. IN VIEW OF THE ABOVE, RECOMMEND PRESENT POSITION ON CRITERIA 
FOR AIR CONDITIONING BE MODIFIED AS FOLLOWS: 

A. THAT THE POSITION EXPRSSED IN REF A BE MODIFIED TO 

ACCEPT DIRECT QUID PRO QUO REPLACEMENT WHERE AIR CONDITIONING 
CURRENTLY EXISTS AND GOJ PROPOSAL TO PROVIDE DUCTNG BUT NOT 
REPEAT NOT CHILLER UNITS. 

B. THAT COMUSJ, IN CONCERT WITH SERVICE COMMANDES, 

BE AUTHORIZED TO NEGOTIATE US AIR CONDITIONING REQUIREMENTS 
WITH GOJ ON A CASE BY CASE BASIS UPON LOCAL REQUIREMENTS 
AND ENVIRONEMNETAL CONDTIONS. 

5. REQUEST VIEWS ON ABOVE PROPOSAL AS EARLY AS PRACTICABLE TO 
PRECLUDE POSSIBLITY OF US/GOJ IMPOSSE ON SUBJECT AND OBVIOUS 
ADVERSE EFFECT ON OVERALL PROGRAM. 

6. FOR JAPAN SERVICE ADDRESSES, REQUEST COMMENTS AND/OR 
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CONCURRENCE ON ABOVE PROPOSAL NLT COB 9 JULY. 

CULBERT 
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